NATIONAL  SHRINE 
OUR  LADY  OF  LA  SALETTE 
Natural   beauty  and  zealous  care  provide  a  worthy  setting  for 
the  Shrine  Church  of  Our  Lady  of  La  Salette  at  Ipswich,  Mass. 
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